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QMR Marketing 
Program 4014 

5/28/96 Parliament Lights-Menthol Ad 
Publication: Dan's Paper 
Size: 6.S625* wide x 6" tall 
Square Area: 39" 

Warning Box Size: Adjacent to existing ad 
Rotation. 

T&N size: 

Scheduled Delivery ot Mechanical. 5/23/96 
AD Number: PPZ116-A2 
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Source: https://www.industrydocumem 
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